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PAGE 01 CARACA 02719 112212Z 
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ACTION HEW-06 
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TO SECSTATE WASHDC 7948 

UNCLAS CARACAS 2719 

E.O. 11652: N/A 

TAGS: OGEM, EIND, ETDR, TBIO, VE 

SUBJ: FDA ADVISORY: INPROPERLY DATED AND SEQUENCED ALLERGENIC 
EXTRACT DIAGNOSTIC KIT FROM DOME LABORATORIES, 

WEST HAVEN, CONN. 

REF: STATE 044833 

1. VENEZUELAN FIRM INDUSTRIAS MILES VENEZOLANA C.A. APART ADO 
80.025, CARACAS, WAS CONTACTED AS REQUESTED IN REFERENCE TO 
IMPROPERLY DATED AND SEQUENCED ALLERGENIC EXTRACT DIAGNOSTIC 
KITS, RECEIVED FROM DOME LABORATORIES, WEST HAVEN, CONN. 06516. 

2. DR. MARIO OLIVER, PRESIDENT OF INDUSTRIAS MILES VENEZOLANA 
C.A. INDICATED THAT THERE WERE TWO KITS AND THAT THESE WERE IN 
THE PROCESS OF BEING TAKEN OUT OF CUSTOMS. A TELEX FROM DOME 
LABORATORIES HAD BEEN RECEIVED INDICATING THAT THESE KITS SHOULD 
BE RETURNED IMMEDIATELY TO THE U.S. AND REPLACEMENTS WERE GOING 
TO BE SENT, WHICH WILL BE DONE AS SOON AS IMV RECEIVED THEM FROM 
CUSTOMS. 
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